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discount 

50%  and  50% 
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THE  MARK  OF  QUALITY 


THE  LIGHT  OF  TODAY 
AND  TOMORROW 


Of  ( _ i/of^  ^upe  ^J^ome 
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FIXTURES  DESIGNED 
and  BUILT 


■Of 


LIGHT  GONDITIONING 


Catalogue  ^40 


The  finishes  marked  on  the  following  pages  have 
been  selected  to  harmonize  with  the  style  and  de¬ 
sign  of  the  particular  fixture. 


enti : 


a 


ermi : 


Prices  on  special  finishes  will  be  quoted  on  request. 

When  ordering,  please  specify  clearly  the  quan¬ 
tity,  the  number,  the  lights  and  the  finish.  Order 
standard  quantity  lots  to  enable  us  to  give  you  the 
benefit  of  our  low  prices. 

Always  specify  route,  whether  Freight,  Truck,  Ex¬ 
press  or  Parcel  Post.  If  no  instructions  are  given 
we  reserve  the  right  to  use  our  own  discretion. 

Our  terms  to  firms  with  established  credit  are  2%, 
10  days,  net  30  days  F.O.B.  point  of  shipping. 


All  C.O.D.  orders  must  carry  a  25%  deposit. 

It  is  our  aim  to  see  that  our  product  brings  full  satis¬ 
faction,  and  is  therefore  unconditionally  guaran¬ 
teed  as  to  finish  and  workmanship. 


In  case  of  any  defect,  claim  should  be  made  im¬ 
mediately  so  you  can  get  full  satisfaction  without 
any  delay. 

We  will  not,  however,  accept  any  merchandise 

without  our  written  consent. 


No.  3304—3  Light 
Diam.  of  Plate  10  in. 

Length  Over  all  14  in. 

Finish — Pewter  witli 
Black  Back, 

Chromium  with  Black  Back 
or  Colonial  Brass  \%’ith  Black  Back 


No.  3231—1  Light 
Extends  6  in. 

No.  3232—2  Light 
Spread  8  in. 

Back  4)4  in.  Diam. 

No.  3230—5  Light 
Spread  18  in. 
Length  36  in. 

Finish — Colonial  Brass, 
Chrome  or  Pewter 


[3] 


No.  4001  —  1  Light 
Back  6x33^  in. — Extends  SJ/?  it'- 
Wired  with  Pin  Switch 


No.  4005 — 5  Light 
18  in.  Spread — 36  in.  Long 
Wired  Kevless 


Finishes: 
Colonial  Brass, 
.Antique  Brass 
or  Pewter 


No.  400Z— 2  Light 
Back  6x33^  in. — Spread  7  in. 
Wired  with  Pin  Switch 


[4] 


No.  3550—1  Light 
Mirror  Back  5  in. 
Extends  4H 
Wired  with  Pin  Switch 


No.  2720—1  Light 
Height  1  3  in. 
W'ired  with  Pin  Switch 


No.  2716 — 1  Light 
Extension  5  in. 
Wired  with  Pin  Switch 
Back  6x4  in. 


Finishes — Colonial  Brass,  Antique  Brass  or  Pewter 


No.  300Z— 2  Light 
Wired  with  Push  Switch 
Spread  9  in. — Back  4^2 


No.  3062—2  Light 
Spread  8  in. 

Back  7x34^  in. 
Wired  with  Pin  Switch 


No.  3061 — 1  Light 
Extension  5  in. 
Wired  with  Pin  Switch 
Back  7x3^  in. 


Finishes: 
Colonial  Brass 
or  Pewter 


No.  3085—5  Light 
Spread  1 7  in. 

Length  36  in. 

Wired  Keyless 
With  Clear,  Etched  Shades 


[6] 


4M 


No.  Z910  — 5  Light 
Spread  17  in- 
Length  36  in. 
Wired  Keyless 


No.  3009—  1  Light 
Extension  5  in. 
Back  7x3%  in. 
Wired  \\ith  Pin  Switch 


No.  3010  —  2  Light 

Spread  8  in. 

Back  7x3%  in. 
Wired  with  Pin  Switch 


Finishes — Colonial  Brass  or  Pewter 


[7] 


(mm. 


No.  3503—3  Light 
1  1  in.  Spread — 36  in.  Long 
Body  16  in.  Long 


No.  3505—5  Light 
15  in.  Spread — 36  in.  Long 
Body  20  in.  Long 


Clear  Etched  Shades 


Finishes — Pewter  and  Gold,  Colonial  Brass  or  English  Bronze  and  Gold 
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No.  3506—1  Light 
Back  8x4  in. 
Extends  6  in. 
Wired  with  Pin  Switch 


Finishes — Pewter  and  Gold,  Colonial  Brass,  English  Bronze  and  Gold 
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No.  3X65—5  Light 
Length  36  in. — Spread  18  in. 
Wired  3  Way  Switch 


Crystal 

Cut 

Shades 


No.  3X66 — 1  Light 
Length  13  in. — Spread  8}/2 


No.  3X6X— 1  Light 
6  in.  Back — Extension  6  in. 
Wired  with  Pin  Switch 


No.  3X63—3  Light 
Length  36  in. — Spread  15  in. 


Finishes — Colonial  Brass,  Antique  Brass  or  Pewter  and  Gold 
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No.  3Z03— 1  Light 
Back  6  in.  Diam.  Extends  4  in. 

Wired  with  Pin  Switch 


No.  hT.SS—S  Light 
Wired  Keyless 
18  in.  Spread — 36  in.  Long 


Finish — Antique  Brass,  Colonial  Brass 
English  Bronze  and  Gold 
or  Pewter  and  Gold. 


No.  3283—3  Light 

14  in  Spread — 36  in.  Long 


Wired  Keyless 


[11] 
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No.  3435 — 5  Light 
16  in.  Spread — 36  in.  Long 
Wired  3  Way  Switch 


Crystal  Cut  Shades 


No.  3436—1  Light 
Back  6x4  in. — Extension  6  in. 
Wired  Turn  Switch 


No.  347Z— I  Light 
6)^  in.  Diameter 
Wired  Keyless 


Finishes — Pewter  and  Gold,  Colonial  Brass,  or  Antique  Brass 
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Crystal  Cut  Shades 


No.  3437—1  Li^ht 
9J/2  ir**  Wide — 36  in.  Lont: 
Wired  Keyless 


No.  3440 — 1  Light 
Back  5  in. — Extends  6  in. 
Wired  Turn  Switch 


Finishes: 

Pewter  and  Gold, 
Colonial  Brass 
or  Antique  Brass 


No.  3439—3  Light 
14  in.  Spread — 36  in.  Long 
Wired  Keyless 


[13] 


No.  344Z— 1  Light 
7  in.  Wide — 9  in.  Long 
Wired  Keyless 


Finishes: 
Colonial  Brass, 
Antique  Brass 
or  Pewter  and  Gold 

Crystal  Cut  Shades 


No.  3447—1  Light 

9}/2  in.  Wide — 36  in.  Long  Wired  Keyless 


No.  3445—5  Light 
15  in.  Spread — 36  in.  Long 
Wired  3  Way  Switch 


No.  3446 — 1  Light 
Back  5  in. — Extends  6^  in. 
Wired  with  Pin  Switch 
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No.  3448 — 1  Light 
9}/2  in.  Wide — 13  in.  Long 

Wired  Keyless  Crystal  Cut  Shades 


Fimsfics— Colonial  Brass,  Antique  Brass  or  Pewter  and  Gold 

[15]  ^ 


No.  3457—1  Light 
9  in.  Spread — 36  in.  Long 
Wired  Keyless 

Finish — Colonial  Brass, 
Antique  Brass 
or  Pewter  and  Gold 


Ivory  Glass  Shades 


f 


No.  Z938— 1  Light 
Back  7  X  3}/^  in. 
Wired  with  Pin  Switch 


No.  3455 — 5  Light 
16  in.  Spread — 36  in.  Long 

Finish — Colonial  Brass,  Antique  Brass  or  Pewter  and  Gold 
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No.  3453—3  Light 
14  in.  Spread — 36  in.  Long 
Wired  Keyless 

Finish — Colonial  Brass,  Antique  Brass 
or  Pewter  and  Gold 


No.  3456 — 1  Light 
Wired  with  Turn  Switch 
Back  4%  in. 
Extends  6  in. 


No.  3470—1  Light 
7  in.  Diam. — Wired  Keyless 

Finish — Eggshell  and  Gold, 
Ivory  and  Gold,  Colonial  Brass, 
Antique  Brass  or  Pewter  and  C»oId 


[17] 


No.  3361 — 1  Light 
Back  6x3}/2  in. 
Wired  with  Pin  Switch 
Extends  5  in. 


No.  3362—2  Light 
Back  6x33/2  — Spread  7  in. 

Wired  with  Pin  Switch 


No.  3365—5  Light 

18  in.  Spread — 36  in.  Long  Wired  Keyless 

Finishes — Colonial  Brass,  .Antique  Brass  or  Pewter 


No.  3368—1  Light 
7  in.  Wide — 15  in.  Long 


No.  3367—1  Light 
7  in.  Wide  36  in.  Long 


[18] 


No.  3347—1  Li^ht 
7  in.  Wide — 36  in.  Lonj: 


No.  334S — 1  Light 
7  in.  Wide — 15  in.  Long 


No.  3345—5  Light 

15  in.  Spread — 36  in.  Long  Wired  Keyless 


Finishes:  Colonial  Brass,  Antique  Brass  or  Pewter 


[19] 


No.  2906 — 5  Light — Spread  18  in.— Wired  Keyless 


No.  2951 — 1  Light — Extends  6  in. 
No.  2952 — 2  Light — Spread  in. 

Back  in. — Wired  with  Pin  Switch 


No.  2941 — 1  Light — Extends  6  in. 
No.  2905  5  Light  Finishes — Colonial  Brass,  No.  2942 — 2  Light — Spread  in. 

Length  36  in.  Spread  18  in.  Antique  BraSS  Wired  with  Pin  Switch 

Wired  Keyless  pgwter  Back  7x3^  in. 


[201 


'I 


No.  Z516  — 1  Light 
Extension  6  in. 
Wired  with  Pin  Switch 
Back  7  X  3}/2  in. 


No.  2517  —  2  Light 
Spread  8  in. 
Wired  with  Pin  Switch 
Back  7x33^  in. 


No.  25 IX  — 5  Light 
Length  36  in. 

Spread  19  in.  —  Wired  Keyless 
Arms  Wired  But  Not  Assembled 


No.  2561  —  2  Light 
Spread  8^  in. 
Wired  with  Pin  Switch 
Back  7 X  334  Iri- 


No.  2560  —  1  Light 
Extension  5  in. 
Wired  with  Pin  Switch 
Back  7  X  3^2  Iri* 


Finishes — Colonial  Brass,  Antique  Brass  or  Pewter 


[21] 


No.  3515 — 5  Li^ht 
1  7  in.  Spread — 36  in.  Lon" 
Wired  Keyless 


No.  2999—1  Light 
Diam.  of  Harp  7  in. 
Length  Over  All  9  in 


Finishes:  Colonial  Brass,  Antique  Brass  or  Pewter 


No.  31Z8— 1  Light 
Wired  Keyless 
33/4  in.  Fitter 
Diam.  of  Cdass  7  in. 
Finish — Empire  W’liite 
and  Cfold 
Pewter  and  Cfold 
Colonial  Brass 
or  Antique  Brass 


No.  3129—1  Light 
334  in-  Fitter 
Diam.  of  Glass  7  in. 
Wired  Keyless 
Finish — Empire  White 
and  Gold 
Pewter  and  Gold 
Colonial  Brass 
or  Antique  Brass 


No.  3385—5  Light 
1  T  in.  Spread — 36  in.  Long 
Finish— Colonial  Brass,  Antique  Brass 
or  Pewter 


(23) 


No.  3Z50— I  Light 

in.  Spread — 15  in.  Long  Wired  Keyless 


No.  3Z55— 5  Light 

18  in.  Spread — 36  in.  Long — Wired  3'Way  Switch 


FinisliL's: 
Antique  Brass, 
Colonial  Brass 
or  Pewter 
and  Gold 


—  JfcS,  •  . 


No.  3353—3  Light 
15  in.  Spread — 36  in.  Long 


No.  3390— 1  Light 

Back  6  in. — Extends  6J^  in.  Wired  with  Pin  Switch 


[24] 


Wired  Keyless 


Pewter  and  Gold 

No.  3223 — 3  Light — Diam.  12  in. 

No.  3224 — 1  Light — Diam.  14  in. 


No.  3225 — 5  Light — Diam.  14  in. 
Wired  Keyless 


No.  3222 — 2  Light 


Diam.  10  in. 


No.  3271 — 1  Light 
Back  4J4  iri* 

Wired  with  Pin  Switch 
Extends  6  in. 

Finish — Antique  Brassy 
Colonial  Brass  or  Pewter 


No.  3291—1  Light 
Back  6  in.  Diam. 
Extends  €>]/^  in. 
Wired  with  Pin  Switch 
Finish — Antique  Brass, 
Colonial  Brass  or  Pewter 


Wired  Keyless 


No.  3220—1  Light 
Diam.  7  in. 

Wired  Keyless 

Finish — Ivory  and  Gold, 
Antique  Brass 
or  Oxidized  Cadmium 


No.  3482 — 2  Light — 10  in.  Plate 
No.  3483 — 3  Light — 12  in.  Plate 
Wired  Keyless 
Finish — Ivory  and  Gold 
Pewter  and  Gold 


[25] 
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Finish — Red  and  Gold  Trim, 
G’ory  and  C^old  Trim 


No.  2971  —  1  Light 
W'ired  with  Turn  Switch 
Rack  4]/2  in- 
Extends  5  in. 


No.  3280—1  Light 
12  in.  Metal  Shade — 36  in.  Long 
Wired  Keyless 

Finish — Red  and  Gold, 
.\ntique  Brass  or  Pewter 


No.  2970—5  Light 
Spread  1  8  in. 

Wired  Keyless 
Finish — Red  and  Gold  Trim, 
Ivory  and  Gold  Trim 
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No.  2846 —  1  Lifiht 
8  in.  Diam. 

36  in.  Lon}» 
Wired  Keyless 
Finish — Empire  White 
and  Gold, 

Red  and  Gold 
or  Pewter 
and  Gold 


Finish — Empire  White  and  Gold, 
Red  and  Gold 
or  Pewter  and  Gold 


No.  2940  —  3  Light 
Spread  12  in.  —  Length  15  in. 
Wired  Keyless 

Finish  —  Empire  White  and  Gold, 
English  Bronze  and  Gold 
or  Pewter  and  Gold 


No.  2840  —  3  Light 

36  in.  Long  14  in.  Metal  Shade 

Wired  Keyless 


(27) 


No.  Z671—  1  Lifjlit 
Spread  7  in. 
Length  15'-^  in. 
Wired  Keyless 


No.  Z660 — 5  Light 

Length  36  in. — Spread  18  in. — Wired  Keyless 


Finishes: 

Empire  White 
and  Gold, 
Ebony  and  Gold, 
Bronze  and  Gold 
or  Pewter 
and  Gold 


No.  Z650 — 1  Light 
Wired  with 
Pin  Switch 
Extension  5  in. 
Back  6  in.  Diam. 


No.  Z664  —  3  Light 

14  in.  Spread — 36  in.  Long — Wired  Keyless 


[28] 


No.  Z719— 1  Light 
Height  13  in. 
Wired  with  Pin  Switch 


No.  Z670— 1  Light 
Spread  7  in. 
Wired  Keyless 


No.  Z717— 1  Light 
Spread  9  in. — Height  18  in. 
Wired  with  Pin  Switch 


Finishes — Empire  White  and  Gold,  Ebony  and  Gold,  Bronze  and  Gold  or  Pewter  and  Gold 


[29] 


No.  2936 — 1  Light 
Back  7  X  3}^  in. 
Wired  with  Turn  Switch 


No.  2831  —  3  Light 
Length  36  in. 

Spread  15  in.  —  Wired  Keyless 


No.  2830  —  5  Light 
Length  36  in. 
Spread  18  in. 
Wired  Keyless 


Finishes — Empire  White  and  Gold,  English  Bronze  and  Gold 


[30] 


No.  Z50Z  — 2  Li^ht 
Spread  8  in. — Wired  with  Pin 
Back  7  X  3}/2  in. 


Switch 


No.  Z501  — 1  Light 
Extension  5  in. 
Wired  with  Pin  Switch 
Back  7x3^  in. 


No.  Z500  —  5  Light 
Spread  16  in. — Wired  Keyless 
Arms  Wired  But  Not  Assembled 


No.  Z386  —  5  Light 
Spread  1  7  in. — Wired  Keyless 
.Arms  Wired  But  Not  Assembled 


No.  Z385  — 5  Light 
Spread  18  in. — Wired  Keyless 
.Arms  Wired  But  Not  .Assembled 


Finishes:  Colonial  Brass,  Antique  Brass  or  Pewter 
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No.  3257 — 5  Light — Outside 
2  Light — Inside 

18  in.  Spread - in.  Long 

Wired  with  3-Way  Switch  on  Bottom 


Finish — Empire  White  and  Gold, 
Ivory  and  Gold,  English  Bronze  and  tiold 
or  Pewter  and  Gold 


No.  3235—1  Light 
14  in.  \Ietal  Shade 
36  in.  Long — Wired  Keyless 

Finish — Antique  Brass,  Colonial  Brass  | 

» 

or  Pewter  I 
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No.  3Z33  — 1  Light — Keyless 
No.  3Z33A — 1  Light — 3'Way  Edison  Base 
No.  3Z33B — 1  Light — 3'Way  Mogle  Base 
14  in.  Metal  Shade 


Finish — Antique  Brass  and  Red  Shade 
or  Pewter  with  Red  Shade 


[33] 


No.  3247 — 5  Light — Outside 
2  Light — Inside 
18  in.  Spread — tZ  in.  Long 
Wired  with  3-Way  Switch  on  Bottom 

Finish — Empire  White  and  Gold, 
Ivory  and  Gold,  English  Bronre  and  Gold 


Finish — Empire  White  and  Gold, 
Pewter  and  Gold  or  Antic^ue  Brass 

No.  Z841A — Same  as  above  but 
with  Mogul  Base  3-Way  Socket 


(34) 


No.  3066 — 1  Light 
8  in.  Wide — 16  in.  Long 
Wired  Keyless 


No.  3044—1  Light 
10  in.  Wide — 20  in.  Long 
Wired  Keyless 


No.  3303—3  Light 
Wired  Candelabra  Sockets 
12  in.  Metal  Shade  13  in.  Long 


No.  3389—2  Light 
Back  7  in. — W  idth  83^  in. 
Wired  with  Pin  Switch 


Finisli— Colonial  Brass,  Antique  Brass  or  Pewter 

[35] 
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No.  3301—3  Light 
9  in.  Ball 

Weired  Candelabra  Socket 


Finishes — Colonial  Brass,  Antique  Brass  or  Pewter 
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No.  Z844 — 1  Lifjht 
Clear  Cut  Cylinder 
W'ired  Kevless 


No.  3041  —  1  Light 

1  1  in.  Diameter  Clear  Cut  Cylinder 

Wired  Keyless 

No.  Z843 — I  Liglit 
6x8  Clear  Cut  Cylinder 
W'ired  Kevless 


No.  3331—3  Light 
O  in.  Frosted  and  Cut  Ball 
W'ired  Edison  Base  Sockets 
1  I  in.  Long 


No.  Z943— 1  Light 
iti-  Diam.  10  in.  Long 
Wired  Kevless 

Finishes — Colonial  Brass, 
.Antique  Brass  or  Pewter 
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No.  284X—1  Light 
4x6  in.  Cylinder 
Wired  Keyless 


No.  2674 — 1  Light 
With  4x6  in.  Cut  Cylinder 
Wired  Keyless 


No.  2847—1  Light 
4H  in.  Diameter 
Clear  Glass 
Wired  Keyless 


No.  2*J2S — 1  Light 
With  4x6  in.  Cut  Cylinder 
Wired  Keyless 


No.  3461 — 1  Light 
X  1  in.  Long  Wired  Keyless 


No.  3043 — 1  Light — 5}^  in.  Diam. 
Wired  Keyless  Clear  Glass 


Finishes: 
Colonial  Brass, 
Antique  Brass 
or  Pewter 


No.  3460 — 1  Light 
10  in.  Long — in.  Diam. 
Wired  Keyless 


[38] 


No.  3487—1  Light 
43^  in.  Long — 6  in.  Cut  Dish 
Diam.  of  Holder  8  in. 
Wired  Keyless 


No.  35X5—2  Light 
1  1  in.  Spread — 14  in.  Long 
Wired  Keyless 


No.  3308 —  8  in.  Dish — 2  Light 
No.  3310—10  in.  Dish— 2  Light 
No.  33 IX — 12  in.  Dish — 3  Light 
Wired  Complete 


Finishes — Colonial  Brass,  Antique  Brass  or  Pewter 
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No.  3306—1  Light 
6  in.  Wide — 9  in.  Long 
Wired  with  Turn  Switch 
All  Metal  Wall  Bracket 


No.  3433—1  Light 
10  in.  Decorated  Dish 
10  in.  Long — Wired  Keyless 

Finish — Empire  White  and  Gold, 
Ivory  and  Ciold,  Colonial  Brass 
or  Pewter  and  Gold 


No.  3307—1  Light 
6  in.  Wide — 9  in.  Long 
Wired  with  Turn  Switch 
All  Metal  Wall  Bracket 


No.  3490—2  Light 
10  in.  Ivory  Dish 
10  in.  Long — Wired  Keyless 

Finish — Empire  White  and  Gold, 
Ivory  and  Gold,  Colonial  Brass 
or  Pewter 


No.  3355 — 10  in.  Diam. 
No.  3356—12  in.  Diam. 
Wired  Keyless 
White  Glass  Bottom 

Finish — Empire  White  or  Ivory 


t 
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No.  33S8— 1  Lisht 
Di;im.  113^  in. — Wired  Keyless 
Finish — Efjgshell  and  Clold 
or  l\-orv  and  Ciokl 


No.  3204 — I  Lijilit 

Diam.  12  in. 

With  Moonstone  Glass  Bottom 
Wired  Keyless 
Finish — Egf'shell,  Old  I\ory 
or  Ben’ter 


No.  3420 — I  LifiEt 
103^  in.  Dish 
W^ired  Keyless 
Finish — Old  K'orv 


No.  2968 — 1  Light 
Diam.  10  in. — Wired  Keyless 
Finish — Eggshell  and  Gold, 

No.  3432 — 1  Light  Ivory  and  Gold,  Pewter  and  Gold 

1  1  in.  Ivory  Dish 
Wired  Keyless 
Finish — Eggshell  or  Ivory 
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No.  3462 — 1  Light 
12  in.  Metal  Dish 

18  in.  Long  Wired  Keyless 


No.  3390—2  Light 
I  0  in.  Ivory  Dish 
1  2  in.  Long 
Weired  Keyless 


No.  3090 — 1  Light — 12  in.  Metal  Dish 
Wired  Keyless 


Finish — Empire  White  and  Gold,  Ivory  and  Gold,  Pewter  and  Gold 

w 


No.  3326 — I 

*>' ,  in.  Wide 
1  I  in.  Loiij; 
W'ired 

with  Key  S;tcket 
W'itli  Op-'I  C'd:<SS 
Disc  eni  Bottom 

Finish— Ecm  Shell 
and  Clold, 

Pew  ter  and  f-old 
or  Antique  Brass 


No.  2711  —  1  Light 

16in.  Diam. — W’ired  Keyless — Length  30  in.— Metal  Shade 
Finish — Satin  .Aluminum 


s 


No.  2710—1  Light 
1  5  in.  Diam. — Wired  Keyless 
Length  30  in. 

Finish — Satin  .Aluminum 


No.  3325—1  Light 
P'4  in.  W'ide — 6  in.  Long 
Wire*.!  with  Kev  Socket 
Whth  Opal  Cilass  Disc  on  Bottom 
Finish — Egg  Shell  and  Ciold, 
Pewter  and  ('.old  or  .Antique  Brass 
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No.  2675—2  Light 
8  in.  Opal  Glass 
No.  2676 — 2  Light 
10  in.  Opal  Glass 
No.  2677—3  Light 
12  in.  Opal  Glass 
Wired  Complete 

Finish — Colonial  Brass,  Antique  Brass 
Pewter  or  Chrome 


No.  3100 —  8  in.  Opal  Dish 
2  Light 

No.  3101 — 10  in.  Opal  Dish 

2  Light 

No.  3102 — 12  in.  Opal  Dish 

3  Light 

Wired  Complete 
Finish — Chrome 


No.  2680—2  Lig'ht 

8  in.  Cut  Glass — W^ired 
No.  2681—2  Light 
1 0  in.  Cut  Glass — Wired 
No.  2682—3  Light 
1  2  in.  Cut  Glass — Wired 
Finish — Colonial  Brass,  Antique  Brass 
Pewter  or  Chrome 


No.  3358—2  Light 
Glass  10  in. 

Band  9  in.  Diam.  Perforation 
Backed  with  Contrasting  Finish 
Finish — Antique  Brass  or  Pewter 


No.  2888 —  6  in.  Fitter — Diam.  of  Glass  8  in.— 1  Light 
No.  2890 —  8  in.  Fitter — Diam.  of  Glass  10  in.— 2  Light 
No.  2892 — 10  in.  Fitter — Diam.  of  Glass  12  in.— 2  Light 
No.  2893 — 12  in.  Fitter — Diam.  of  Glass  14  in. — 3  Light 
Wired  Complete 
Finish — Chrome 


No.  3350—1  Light 
Glass  6  in. 

Band  7  in.  Diam. 
Opal  or  Ivory  Glass 
Finish — Chrome  or  Pewter 
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No.  3534 — Lumiline  tor  18  in.  Bulb 
Length  19]^  in. — Width  2.Yi  iit* — Wired  with  Switch  and 
Convenient  Outlet.  Finish — Chrome  or  Chromolux 


No.  3530 — Lumiline  for  12  in.  Bulb 
Wired  with  Switch  and  Convenient  Outlet.  133^  Long — 3j/<  Wide 
Finish — Chromolux  or  Chrome 


No.  3543—3  Light 
Lumiline 

for  three  12  in.  Bulbs 
Wired  with  Switch 
Back  1434^*1/^ 
Finish — Chrome 


No.  3533  Lumiline 
for  12  in.  Bulb 
1 5  in.  Long  23^  in.  Wide 
Wired  with  Switch 
and  Convenient  Outlet 

Finish — Chrome 


No.  3535  Lumiline 
for  18  in.  Bulb 
Wired  with  Switch 
Finish — Chromolux 
or  Chrome 


No.  3531  Lumiline 
for  12  in.  Bulb 
Wired  with  Switch 
1  33^  in.  Long  ZYi  in.  Wide 
Finish — Chromolux 
or  Chrome 


No.  3541—1  Light 
Lumiline 
for  12  in.  Bulb 
Weired  with  Switch 
Back  143^x43^  in. 
Finish — Chrome 


No.  3532  Lumiline 
for  12  in.  Bulb 
133^  in.  Long  33^  in.  Wide 
Wired  with  Switch 

Finish — Chromolux 
or  Chrome 
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No.  3381 — 1  Li”ht — Back  6x4  in. 
With  Outlet 

No.  3381>4— 1  Li-iht 
Without  Cutlet 
W’ired  with  Pull  Cltain 
Extends  7  in. 

Finish — Chrome 


No.  3380 — 1  Light — Back  7x3j/  in. 
Extends  7  in. 

W’ired  with  Pull  Cltain 
Finish — Chrome 


Ko.  3112.—  1  Light 
Wired  with  Turn  Socket 
Back  7  X  3  ’  2  in. 

7x1^.^  Opal  Cylinder 
Finish — Chrome 


No.  3500 — 1  Light — Back  4'  2  in.  Diam. 
8}/2  W^ide — 6x3  in.  Cylinder 

Wired  w’ith  Pull  Chain 
Finish — Chrome 


p  ■ 


No.  2913—1  Light 
Wired  with  Turn  Socket 
Back  7x33^  in.  Finish — Chrome 


No.  3382 — 1  Liglit — Back  7x3*2  in. 
Extends  7  in. 

Weired  with  Pull  Chain 
Finish — Chrome 


No.  3476 — 1  Light — Back  4j/2  ir**  Diam. 
lOjX  in.  Wide — 8x3  in.  Opal  Cylinder 
Wired  w’ith  Pull  Chain 
Finish — Chrome 


No.  3Z01  — 1  Light 
Back  7  X  33^  in. 
W’ired  with  Turn  SwitcFt 
Finish — Chrome 
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No.  3114—1  Light 
Wired  with  Turn  Socket 
Back  7  X  d-l-s  in. 
Finisli —  Chrome 


No.  Z920 — 1  Light 
Wired  with  Turn  Socket 
Back  7  X  3-\  in. 
Finish — Chrome 


No.  2927—1  Light 
W'ired  with  Turn  Socket 
Back  7  \  3^2  Li. 

8^  in.  Long 
Finish — Chrome 


No.  3320 — 1  Light — Back  5  in.  Diam. 
Extends  8  in. — Wired  with  Pull  Chain 
Finish — Chrome 


No.  3393—1  Light 
Back  7x3Lj^  in. 
Extends  4]/2  hi. 
W'ired  \iith  Turn  Switcli 
Finish — Chrome 


No.  2921  —  1  Light 

W'ired  with  Turn  Socket 
Back  4]/2  ill. 

Finish — C  h  r  o  me 
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No.  3375—5  Light 

18  in.  Spread — 36  in.  Long  Body  10  in.  Long 

Wired  3  Way  Switch 
Cast  Aluminum  Body 


No.  3371—1  Light 
Wired  with  Pin  Switch 
Back  1 1  x4H  li'* 
Extends  7  in. 

All  Cast  Aluminum 


No.  3370—1  Light 
9*^2  li'  Wide — 36  in.  Long 
Wired  Keyless 
Cast  Aluminum  Body 


Finishes — Swedish  Iron 

w 


I 


e 


No.  XZ45  —  ‘f  Light 
16  in.  Plate  —  Wired  Keyless 


No.  ZZ4X  —  2  Light 


No.  ZZ43  —  3  Light 
12  in.  Plate  —  Wired  Keyless 


8J/^xl2  in.  Plate  —  Wired  Keyless 


No.  ZZ40 — 1  Light 
Extension  3  in. 
Wired  with  Pin  Switch 
Back  7x4  in. 


No.  ZZ41 — Beam  Light 
Diam.  7H  in* — Wired  Keyless 


Finishes — Swedish  Iron 
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No.  Z813— 3  Light— 11  in.  Plate 
Wired  Keyless 


No.  2815  —  5  Light— 14  in.  Plate 
Wired  Keyless 


No.  2817  —  2  Light 
Spread  7  in. — Back  AVz  in. 
Wired  with  Pin  Snitch 


Bottom  View 
Perforation  Lined  With 
Red  Background 


No.  2816 — 1  Light 
Wired  with  Pin  Switch 
Back  in. 


Finishes: 
Empire  White 
and  Gold, 
-A-ntique  Brass 
or  Pewter 


No.  2812  —  2  Light  —  9}/2  in-  Plate 
Wired  Keyless 
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No.  2811  —  1  Light  —  6%  in.  Plate 
Wired  Keyless 


No.  31Z7— 1  Light 


10  in.  Plate 
W’ired  Keyless 

No.  3019— 1  Light 
7  in.  Diam. 

Wired  Keyless 


No.  3028—1  Light 
7  in.  Diam. 
Wired  Keyless 


No.  3023  —  3  Light 
1  2  in.  Plate 

No.  3025  —  5  Light 
14  in.  Plate 
Wired  Keyless 


No.  3021  —  1  Light 
7  in.  Plate 
Wired  Keyless 


Finishes — Eggshell  and  Gold,  Ivory  and  Gold,  Colonial  Brass,  Antique  Brass  or  Pewter 
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No.  2612  —  2  Light 
Diam.  8}^  in. — Wired  Keyless 


No.  Z613  —  3  Light 
Diam.  1  1  in. — Wired  Keyless 


No.  Z616 — 1  Light 
Extension  4H 
Wired  with  Pin  Switch 
Back  4%  in. 


No.  Z617  — 2  Light 
Spread  ^  in. 
W'ired  with  Pin  Switch 
Back  4%  in. 


Finishes: 
Old  Ivory, 
Antique  Brass, 
Colonial  Brass 
or  Pewter 


No.  Z615 — 5  Light 

Diam.  14  in. — Wired  Keyless 
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No.  Z5i3  — 1  Light 
Extension  6  in. — Back  6x4  in. 
Wired  with  Pin  Switch 


No.  2883  —  3  Light 
1  2  in.  Plate 
No.  2885  —  5  Light 
14  in.  Plate — Wired  Keyless 


No.  2809—  1  Light 
5J4  trt*  Diameter 
Wired  Keyless 


No.  2882  —  2  Light 
10  in.  Plate — Wired  Keyless 


No.  25^4-2  Light 
Spread  in. 
Wired  with  Pin  Switch 
Back  6x4  in. 


Finishes — Colonial  Brass,  Antique  Brass  or  Pewter 
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No.  Z7Z6  — 1  Light 
Extension  4H  ii'* 
Wired  with  Pin  Switch 
Back  4%  in. 


No.  Z721 — Beam  Light 
Diam.  6j4  iri- — Wired  Keyless 


No.  27x7  —  2  Light 
Spread  6j,4  in. 
Wired  with  Pin  Switch 
Back  4%  in. 


No.  27X4  —  4  Light 
No.  27X5  —  5  Light 
Diam.  14  in. — Wired  Keyless 


No.  27XX  — 2  Light 
Diam.  10  in. — Wired  Keyless 


No.  27x3  —  3  Light 
Diam.  10  in. — Wired  Keyless 


Finishes — Eggshell  and  Gold,  Ivory  and  Gold  or  Pewter  and  Gold 
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No.  2636 — 1  Lifjht 
Extension  5  in. 
Wired  with  Pin  Switch 
Back  4^4 


No.  2631 — Beam  Lifjht 
Diam.  6*4  in. 
Wired  Keyless 


No.  2637  —  2  Liuht 
Spread  8  in. 
Wdred  with  Pin  Switch 
Back  4^4  in. 


No.  2635  —  5  Light 
Diam.  14  in. — Wired  Keyless 


No.  2633  —  3  Light 
Diam.  12  in. — Wired  Keyless 


Finishes — Empire  White  and  Gold,  Ebony  and  Gold  or  Pewter  and  Gold 


No.  2963  —  3  Light 
12  in.  Plate — Wired  Keyless 


No.  2962  —  2  Light 
10  in.  Plate — Wired  Keyless 


No.  2965  —  5  Light 
14  in.  Plate — Wired  Keyless 


No.  2961  —  1  Light 
Diani.  6  in. — Wired  Keyless 


No.  2960 — 1  Light 
Wired  with  Pin  Switch 
Back  4H  i*'* 


Finishes:  Eggshell  and  Gold,  Ivory  and  Gold  or  Roman  Bronze 
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No.  Z246 — Beam  Lijjht 
5  in.  Diam. — Bare — with  Bar 
Finish — Ivory,  Colonial  Brass, 
Antique  Brass 
Pewter  or  Chromium 


No.  Z4XZ— 2  Light 
8  in.  Plate — Wired  Keyless 
Finish — Ivory,  Gold,  Colonial  Brass, 
Antique  Brass  or  Pewter 


No.  Z301  — 1  Light 
Extension  4H  hi. 
Wired  with  Pin  Siiitch 
Back  4x6  in. 

Finish— Ivory,  Colonial  Brass, 
Antique  Brass  or  Pewter 


No.  Z4Z4 — 4-  Light 
12  in.  Plate — Wired  Keyless 

No.  Z4Z5— 5  Light 
14  in.  Plate — Wired  Keyless 
Finisli — Colonial  Brass,  Antique  Brass  or  Pewter 


No.  3Z1Z — 2  Light — 12x6  in.  Plate 
Wired  Keyless 

Finish — Ivory  and  Gold,  Bronze  and  Gold, 
Antique  Brass  or  Pewter 


No.  Z30Z— 2  Light 
Spread  7  in. 

Wired  with  Pin  Switch 
Back  4x6  in. 

Finish — Ivory,  Colonial  Brass, 
.Antique  Brass  or  Pewter 


No.  Z4Z3— 3  Light 
10  in.  Plate — Wired  Keyless 
Finish — Ivory  and  Gold,  Colonial  Brass, 
Antique  Brass  or  Pewter 
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No.  2691  —  1  Light 

Extension  5  in. 

Wired  with  Pin  Switch 
Back  7x4  in. 

Finish — Empire  White  and 
Gold,  .\ntique  Brass 
or  Pewter 


No.  2213  — 3  Light 
Plate  12  in. — Wired  Keyless 
riiiish:  Empire  White  and  Gold 
.\nti.;iie  Brass  or  Pewter 


No.  2212  —  2  Light 
8'2x12  in.  Plate — Wired  Keyl  ess 
Finish:  Empire  White  and  Gold 
Antique  Brass  or  Pewter 


No.  2692  —  2  Light 
Spread  lYi  iri- 
Wired  with  Pin  Switch 
Back  7x4  in. 

Finish — Empire  Wdiite  and 
Gold,  Antique  Brass 
or  Pewter 


No.  2211— B  earn  Light 
Diam.  lYx  in. — Wired  Keyless 
Finish:  Empire  White  and  Gold 
Antique  Brass  or  Pewter 


No.  2282  —  2  Light 
8’/^xl2  in.  Plate — Wired  Keyless 


No.  2281 — Beam  Light 
Diam.  7^  In. — Wired  Keyless 
Finish — Ivory,  Gold  or 


Finish — Ivory,  Gold  or  Bron:e  and  Gold 


Bronze  and  Gold 


No.  2285  —  5  Light 
16  in.  Plate — Wired  Keyless 


Finish — Ivory,  Gold  or  Bronze  and  Gold 


No.  2283  —  3  Light 
12  in.  Plate — Wired  Keyless 
Finish — Ivory,  Gold  or  Bronze  and  Gold 
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No.  ZZ35  — 5  Light 
16  in.  Plate — Wired  Keyless 


No.  2231  —  Beam  Light 
Diam.  7}  2 
Wired  Keyless 


I 


! 


No.  2257—1  Light 
Extension  4}''2  iri. 
Back  7x4  in. 
Wired  ^^•ith  Pin  Switch 


No.  2258  —  2  Light 
Spread  7  in. 

Back  7x4  in. 
Wired  with  Pin  Switch 


! 


I 


No.  2232  —  2  Light 
8’->xl2  in.  Plate — Wired  Kevless 


No.  2233  —  3  Light 
1  2  in.  Plate — Wired  Kevless 


I 


Finishes — Old  Ivorv,  Antique  Brass  or  Pewter 
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No.  ZZ65  — Li<j:ht 

15  in.  Plate — Wired  Keyless 


No.  ZZ61 — Beam  Litiht 
Diam.  6*4  in. — Bare — with  Bar 


No.  ZZ6Z  — 2  Light 
10  in.  Plate — Wired  Keyle; 


No.  Z461 — Beam  Light 
Diam.  734  in- — Bare — with  Bar 


No.  ZZ63  —  3  Light 
12*4  in-  Plate — Wired  Keyless 


Fmishes—Old  Ivory,  Antique  Brass  or  Pewter 


[60] 


I 


No.  3402 — 2  Lij^ht — Hack  6x33^  in. 
Wired  with  Pin  Switcli 
Finish — Kory,  C.ilonial  Bras'.. 
Antique  F^rass  or  Pewter 


No.  3520—1  Li<;ht 
Wdred  Keyless 
6  in.  Diam. —  1 3/4  in.  Deep 
Finish — Ivory  and  Gold, 
Bronze  and  Gold, 
Antique  Brass  or  Pewter 


No.  35x1  —  1  Light 
6  in.  Diam. —  1^  in.  Deep 
Wired  Keyless 
Finish— Ivory  and  Gold, 
Bronze  and  Gold, 
■Antique  Brass  or  Pewter 


No.  2306 — 1  Light 
Extension  4}/2 
Wired  with  Pin  Snitcli 
Back  6x4  in. 

Finish — Gory,  Colonial  Brass, 
Antique  Brass  t>r  Pewter 


No.  3422 — 2  Light 
8x4  in.  Plate — Wired  Keyless 
Finish  —  Ivory  and  Gold,  Bronze  and  Gold, 
Antique  Brass  or  Pewter 


No.  3401  —  1  Light 
Wired  with  Pin  Switcli 
Back  6  X  33.^  in. 

Finish — Ivory,  Colonial  Brass 
Antique  Brass  or  Pewter 


No.  3323—3  Light 
12  in.  Plate 
Wired  Keyless 

Finish — Old  Ivory,  Bronze  or  Pewter 


No.  3322—2  Light 
10  in.  Plate 
Wired  Keyless 

Finish — Old  Ivory,  Bronze  or  Pewter 
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No.  294s — 4  in.  Fitter 
Diam.  6  in. — Bare — with  Bar 
Finish — W.  E.  or  Chromium 


No.  326O — 6  in.  Flolder 
Diam.  6}^  in. — Bare — with  Bar 
Finish — Statuary  Bronre  or  Chromium 


No.  2949 — 4  in.  Fitter 
Diam.  6  in. — Bare — with  Bar 
Finish — W.  E.  or  Chromium 


No.  2isa— 2M  in.  Holder 
5  in.  Diam.  Top.  Bare — with  Bar 
Einish — W.  E.  or  Chromium 


No.  34*73 — -Yx  in.  Fitter 
Diam.  AYx  in.— Depth  2-^4  in. 

Bare — with  Bar 
Finish — \V.  E.  or  Chromium 


No.  1910 — 6  in.  Holder 
6  in.  Diam.  Top.  Bare — with  Bar 
Finish — Statuary  Brome  or  Chromium 


No.  1254 — 234  in.  Fitter 
No.  1255 — 334  in-  Fitter 
No.  1256 — \  in.  Fitter 
6  in.  Top — Bare 

Finish — Ivory,  Antique  Brass  or  Pewter 


No.  2140 — 1  in.  Holder 
534  in.  Diam.  Top. 

Bare — with  Bar 

Finish — White  Enamel, 
Statuary  Bronze  or  Chromium 


No.  2247 — 4  in.  Holder 
Diam.  6  in. — Bare — with  Bar 

No.  224734 — 6  in.  Holder 
Diam.  8  in. — Bare — with  Bar 

Finish — Chromium 
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No.  2248 — Beam  Li"ht 
6  in.  I^iam. — Bare — with  Bar 
Finish — Ivory,  Colonial  Brass, 
Pewter  or  Chromium 


No.  2151 — Beam  Li^ht 
lYz  i'l*  Diitni. — Bare — with  Bar 
Finish — Ivory,  Colonial  Brass, 
Antique  Brass  or  Pe^vter 


No.  2271 — Beam  Li”ht 
6J4  ill.  Diam. — Bare — with  Bar 
Finish — Ivory,  Colonial  Brass, 
.Antique  Brass  or  Pewter 


No.  2809—1  Lisiht 
534  ill-  niam. 

Wired  Keyless 

Finish — Colonial  Brass,  .Antique 
Brass,  Pewter  or  Chrome 


No.  2944 — 1  Light 
5  in.  Diam. 

Wired  Keyless 
Finish — Ivor>'  and  Gold, 
Antique  Brass  or  Pewter 


No.  3471  —  1  Light 
i'^-  Diam. 
W'ired  Kevless 


No.  2246 — Beam  Light 
5  in.  Diam. — Bare 

Finish — Ivory,  Colonial  Brass, 
.Antique  Brass,  Pewter 
t)r  Chromium 


No.  2256 — Beam  Light 
6  in.  Diam. — Bare — with  Bar 
Finish — Ivory, Colonial  Brass, 
.Antique  Brass, 

Pewter  or  Chromium 
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No.  19OZ — Beam  Light 
6  in.  Diam. — Bare — with  Bar 


No.  2119 — Beam  Light 
Diam.  7  in. — Bare — with  Bar 


No.  2200 — Beam  Light 
S  in.  Diam. —  Bare — with  Bar 


No.  1776 — Kitchen  Reflector 
Top  SYi  in. — 8  in.  Reflector 
Bare — with  Bar 
Finish — White  Enamel 


No.  2141 — Beam  Light 
in.  Diam. — Bare — with  Bar 


No.  2150 — Beam  Light 
Diam.  5  in. — Bare — with  Bar 


Finishes — White  Enamel,  Ivory  Poly,  Old  Ivory  or  Gold  Poly 
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No.  Z122  —  3  Light 

No.  1940  —  Beam  Light  10  in.  Plate — Wired  Kevless 

Diam.  6  in. — Weired  Kevless 


No.  I960  —  2  Light 
7x12  in.  Plate — Wired  Kevless 


I 

i 
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No.  1961—3  Light 
12  in.  Plate — Wired  Kevless 


Finishes — Ivory  Poly,  Old  Ivory  or  Gold  Poly 
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No.  3104—2  Light 
Wired  Keyl  ess 
Spread  6  in. 
Length  9]/{  in. 
Finish — Colonial  Brass, 
Pewter  or  Chromium 


No.  3108 — 6  in.  Diam. 
Bead  Chain  6  in.  Long 
Wired  Keyless 
Finish — Egg  Shell  or  Pen  ter 


No.  3107 — 6  in.  Diam. 
Bead  Chain  6  in.  Long 
Wired  Keyless 
Finish — Egg  Shell  or  Pewter 


No.  3105—3  Light 
Spread  5jX  in. 

Length  9j/2  *  n. 

Finish — Colonial  Brass,  Pewter  or  Chromium 


No.  3096 —  8  in.  Fitter — 2  Light 
No.  3097 — 10  in.  Fitter — 2  Light 
No.  3098 — 1  2  in.  Fitter — 3  Light 
No.  3099 — 14  in.  Fitter — 3  Liglit 
Finish — Chromium 
Wired  with  I’orcelain  Sockets 


No.  ZZ76 —  8  in.  Fitter 
Diam.  10  in. — Bare 


No.  ZZ77— 10  in.  Fitter 
Diam.  12  in. — Bare 
No.  ZZ78 — 12  in.  Fitter 
Diam.  14  in. — Bare 
No.  ZZ79 — 14  in.  Fitter 
Diam.  16  in. — Bare 
Finish — Antique  Brass, 
Pewter  or  Chromium 


No. 3106 

10  in.  Long 
Wired  Keyless 
Finish — Egg  Shell  or  Pewter 
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Fitters  shown  abo\  e  can  be  had  in  4  in.  as  well  as  6  in. 


No.  3109—1  Light 
Wired  Porcelain 
Keyless  Socket 
Length  30  in. 
Bead  Chain 
6  in.  Long 
Finish — Chrome 
or  Pewter 


No.  3399—1  Light 

6  in.  Fitter 
Wired  Porcelain 
Socket  36  in.  Long 
Finish —  Statuar\-  Bronze 
or  Clirome 


No.  Z557 — 6  in.  Fitter 
30  in.  Long — Wired  Ke\  less 
Finish — Ch  rome 
or  Statuary  Bronze 
Porcelain  Socket 


No.  3110—1  Light 
6  in.  Fitter 
Wired  Porcelain 
Keyless  Socket 
Length  30  in. 
Finish — Chrome 
or  Pewter 


i 
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No.  3051  —  1  Li<iht 
Wired  Keyless 
Porcelain  Socket 
Extension  8' 2  in. — Length  1  1  in. 


No.  3051—1  Linht 
Wired  Keyless 
Porcelain  Socket 
Extension  6  in. — Eenjith  I  3' 2  in. 


No.  3050—1  Lijjht 
Wdred  Keyless 
Porcelain  Socket 
Extension  8*^  in. — Lenjith  8  in. 


Finishes — Oxidized  Copper  or  Black  and  Brass 
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PRICE  LIST  AND  INDEX 

for  CATALOG  No.  40 
EFFECTIVE  MAY  1st,  1939 
Prices  subject  to  change  without  notice 


CAT.  STANDARD 


NO. 

PAGE 

FINISH 

QUANTITY 

PRICE 

1254 . 

. 62 . 

. Plated  . 

.  50 . 

..  1.20 

1254 . 

. 62 . 

....Enameled  ... 

.  50 . 

..  .60 

1255 . 

. 62 . 

. Plated  . 

.  50 . 

..  1.20 

1255 . 

. 62 . 

....Enameled  ... 

.  50 . 

..  .60 

1256 . 

. 62 . 

. Plated  . 

.  50 . 

..  1.20 

1256 . 

. 62 . 

. Enameled  ... 

.  50 . 

..  .60 

1776 . 

. 64 . 

. Enameled  ... 

.  24 . 

..  1.60 

1902 . 

. 64 . 

....Enameled  ... 

.  50 . 

...  .80 

1910 . 

. 62 . 

. Chrome  . 

. .  25 . 

..  2.00 

1910 . 

. 62 . 

. St.  Bronze... 

.  25 . 

...  1.00 

1940 . 

. 65 . 

. Enameled  ... 

.  50 . 

...  .72 

I960 . 

. 65 . 

. Enameled  ... 

.  24 . 

...  1.40 

1961 . 

. 65 . 

....Enameled  ... 

.  12 . 

..  2.60 

1962 . 

. 65 . 

. Enameled  ... 

.  12 . 

...  4.00 

21 19 . 

. 64 . 

. Enameled  ... 

.  50 . 

...  .72 

2122 . 

. 65 . 

. Enameled  ... 

.  12 . 

...  2.20 

2140  ... 

. 62 . 

. Chrome  . 

.  50 . 

...  1.12 

2140.... 

. 62 . 

. St.  Bronze... 

.  50 . 

...  .80 

2140 . 

. 62 . 

.  50 . 

...  .56 

2141 . 

. 64 . 

. Enamel  . 

.  50 . 

...  .56 

2150 . 

. 64 . 

. Enamel  . 

.  50 . 

...  .52 

2151.... 

. 63 . 

. Plated  . 

.  12 . 

...  2.20 

2151 . 

. 63 . 

. Enameled  ... 

.  12 . 

...  1.52 

2152... 

. 62 . 

. Chrome  . 

.  50 . 

...  1.00 

2152... 

. 62 . 

. Plated  . 

.  50 . 

...  1.00 

2152 . 

. 62 . 

. Enameled  ... 

.  50 . 

...  .52 

2200 . 

. 64 . 

. Enameled  .. 

.  50 . 

...  .64 

2211... 

. 58 . 

. Plated  . 

.  12 . 

...  2.88 

2211.... 

. 58 . 

. Enameled  .. 

.  12 . 

...  1.80 

2212... 

. 58 . 

. Plated  . 

.  12 . 

...  5.20 

2212... 

. 58 . 

. Enameled  .. 

.  12 . 

...  3.20 

2213... 

. 58 . 

. Plated  . 

.  12 . 

...  7.00 

2213... 

. 58 . 

. Enameled  .. 

.  12 . 

...  4.80 

2231.  . 

. 59 . 

. Plated  . 

.  12 . 

...  2.88 

2231... 

. 59 . 

.  12 . 

...  1.80 

2232... 

. 59 . 

. Plated  . 

.  12 . 

...  5.20 

2232... 

. 59 . 

.  12 . 

...  3.20 

2233... 

. 59 . 

. Plated  . 

.  12 . 

...  7.00 

2233... 

. 59 . 

. Enameled  .. 

.  12 . 

...  4.80 

2235... 

. 59 . 

. Plated  . 

.  6 . 

...  11.00 

2235... 

. 59 . 

. Enameled  .. 

.  6 . 

...  7.20 

2240... 

. 49 . 

. Sw.  Iron  .... 

.  6 . 

...  4.00 

2241... 

. 49 . 

. Sw.  Iron  .... 

.  12 . 

...  2.20 

2242... 

. 49 . 

. Sw.  Iron  .... 

.  12 . 

...  4.00 

2243... 

. 49 . 

. Sw.  Iron  .... 

.  12 . 

...  6.00 

2245  ... 

. 49 . 

. Sw.  Iron  .... 

.  6 . 

...  8.80 

2246... 

..  57-63 . 

. Chrome  .... 

.  50 . 

...  1.00 

2246... 

...  57-63 . 

. Plated  . 

.  50 . 

...  1.00 

CAT. 

NO. 

PAGE 

FINISH 

STANDARD 

QUANTITY 

PRICE 

2246 . 

57-63 . 

.  50 . 

.  .52 

2247 . 

. 62 . 

. Chrome  . 

.  50 . 

.  1.28 

2247 . 

. 62 . 

...  Enameled  . 

.  50 . 

.  .72 

22471/2. 

. 62 . 

. Chrome  . 

.  25 . 

.  2.20 

2248 . 

. 63 . 

. Chrome  . 

.  50 . 

1.12 

2248 . 

. 63 . 

. Plated  . 

.  50 . 

.  1.12 

2248 . 

. 63 . 

.  50 . 

.64 

2256 . 

. 63 . 

. Chrome  . 

.  50 . 

1.20 

2256 . 

. 63 . 

. Plated  . 

.  50 . 

1.20 

2256 . 

. 63 . 

....Enameled  . 

.  50 . 

.  .64 

2257 . 

. 59 . 

.  6 . 

4.40 

2257 . 

. 59 . 

.  6 . 

4.00 

2258 . 

. 59 . 

.  6 . 

.  6.40 

2258 . 

. 59 . 

. Enameled  . 

.  6 . 

.  6.00 

2261 . 

. 60 . 

. Plated  . 

.  12 . 

2.00 

2261 . 

. 60 . 

.....Enameled  . 

.  12 . 

1.40 

2262 . 

. 60 . 

. Plated  . 

.  6 . 

6.60 

2262 . 

. 60 . 

. Enameled  . 

.  6 . 

5.20 

2263 . 

. 60 . 

. Plated  . 

.  6 . 

.  8.00 

2263 . 

. 60 . 

. Enameled  . 

.  6 . 

6.60 

2265 . 

. 60 . 

. Plated  . 

.  6 . 

.  12.00 

2265 . 

. 60 . 

. Enameled  . 

.  6 . 

.  11.00 

2271 . 

. 63 . 

. Plated  . 

.  25 . 

1.60 

2271 . 

. 63 . 

. Enameled  . 

.  25 . 

1.20 

2276 . 

. 66 . 

. Plated  . 

.  12 . 

2.20 

2277 . 

. 66 . 

. Plated  . 

.  12 . 

2.64 

2278 . 

. 66 . 

. Plated  . 

.  12 . 

3.52 

2279 . 

. 66 . 

. Plated  . 

.  6 . 

.  4.80 

TURNED  KNOB  FOR  2276,  2277, 

2278,  2279 

.32 

2281... 

. 58 . 

. Plated  . 

.  12 . 

.  3.00 

2281 . 

. 58 . 

. Enameled  . 

.  12 . 

.  2.00 

2282 . 

. 58 . 

. Plated  . 

.  12 . 

.  5.20 

2282 . 

. 58 . 

. Enameled 

.  12 . 

3.28 

2283... 

. 58 . 

. Plated  . 

.  12 . 

7.00 

2283 . 

. 58 . 

. Enameled  . 

.  12 . 

.  4.80 

2285 . 

. 58 . 

. Plated  . 

.  6 . 

11.00 

2285 . 

. 58 . 

. Enameled  .... 

.  6 . 

7.20 

2292  . . 

. 60 . 

. Plated  . 

.  12 . 

6.00 

2292 . 

. 60 . 

. Enameled  .... 

.  12 . 

3.80 

2301... 

. 57 . 

.  12 . 

4.00 

2301 . 

. 57 . 

. Enameled  .... 

.  12 . 

3.80 

2302... 

. 57 . 

. Plated  . 

.  6 . 

..  5.60 

2302 . 

. 57 . 

. Enameled  .... 

.  6 . 

..  5.40 

2306... 

. 61 . 

. Plated  . 

.  6 . 

..  5.20 

2306 . 

. 61 . 

. Enameled  .... 

.  6 . 

..  5.00 

2385... 

. 31 . 

. Plated  . 

.  6 . 

16.60 

2386... 

. 31 . 

. Plated  . 

.  6 . 

..  16.60 
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CAT. 

NO. 

2422 

2422 

2423 

2423 

2424 

2424, 

2425 

2425 

2461. 

2461. 

2500 

2501. 

2502 

2516 

2517 

2512 

2523 

2524 

2557 

2557 

2560 

2561 

261 1 

2612 

2613 

2615 

2616 

2617 

2631 

2632 

2633 

2635 

2636 

2637 

2650 

2652 

2660 

2664 

2670 

2671 

2674 

2675 

2676 

2677 

2680 

2681 

2682 

2691 

2692 

2710 

2711 

2716 

2717 

2718 


PAGE 

FINISH 

STANDARD 

QUANTITY 

PRICE 

CAT. 

NO. 

PAGE 

FINISH 

STANDARD 

QUANTITY 

PRICE 

.57 . 

...Plated  . 

.  12 . 

..  3.20 

2719 . 

. 29 . 

. Plated  . 

.  4 . 

.  11.00 

57 . 

..Enameled  ... 

.  12 . 

..  2.00 

2720 . 

.  5 . 

. Plated  . 

.  4 . 

,  14.00 

.57 . 

..Plated  . 

.  12 . 

..  5.00 

2721 . 

. 54 . 

. Plated  . 

.  12 

2.20 

57 . 

..Enameled  ... 

.  12 . 

..  3.80 

2721 . 

. 54 . 

..  .Enameled  . 

.  12 . 

2.00 

.57 . 

..Plated  . 

.  6 . 

..  6.80 

2722 . 

. 54 . 

. Plated  . 

.  12 . 

..  3.40 

57 . 

..Enameled  ... 

.  6 . 

..  5.60 

2722 . 

. 54 . 

...Enameled  .. 

.  12 . 

..  3.00 

.57 . 

..Plated  . 

.  6 . 

..  8.00 

2723 . 

. 54 . 

. Plated  . 

12 

4.20 

57 . 

..Enameled  ... 

.  6 . 

..  7.00 

2723 . 

. 54 . 

.  12 . 

..  3.80 

.60 . 

...Plated  . 

.  12 . 

1.80 

2724 . 

. 54 . 

....Plated  . 

.  6 . 

6.60 

60 . 

..Enameled  ... 

.  12 . 

.  1.00 

2724 . 

. 54 . 

...  Enameled  .. 

.  6 . 

..  6.20 

.31 . 

...Plated  . 

.  4 . 

28.00 

2725 

. 54 . 

....Plated  . 

.  6 . 

..  7.80 

.31 . 

...Plated  . 

.  6 . 

6.40 

2725 . 

. 54 . 

.  6 . 

..  7.00 

.31 . 

...Plated  . 

.  4 . 

..  10.40 

2726 . 

. 54 . 

. Plated  . 

.  12 . 

..  4.00 

21 

..Plated  . 

.  6 . 

..  6.40 

2726 . 

. 54 . 

....Enameled  .. 

.  12 . 

..  3.60 

.21 . 

...Plated  . 

.  6 . 

..  10.40 

2727 . 

. 54 . 

....Plated  . 

.  6 . 

..  6.00 

21 . 

...Plated  . 

.  4 . 

..  29.80 

2727 . 

. 54 . 

.  6 . 

..  5.60 

53 . 

..Plated  . 

.  6 . 

..  5.20 

2728 . 

. 38 . 

. Plated  . 

.  6 . 

..  9.60 

.53 . 

...Plated  . 

.  4 . 

..  7.40 

2809 . 

.  53-63 . 

. Plated  . 

.  12 . 

..  1.80 

67 

.Chrome  .... 

.  12 . 

5.20 

2811 . 

. 50 . 

. Plated  . 

.  6 . 

..  3.40 

.67 . 

St.  Bronze  . 

.  12 . 

.  4.80 

2812 . 

. 50 . 

....Plated  . 

.  6 . 

..  6.40 

.21 . 

...Plated  . 

.  12 . 

..  4.00 

2813 . 

. 50 . 

....Plated  . 

.  6 . 

..  8.40 

.21 . 

...Plated  . 

.  6 . 

..  5.80 

2815 . 

. 50 . 

....Plated  . 

.  6 . 

..  11.60 

.52 . 

...Plated  . 

.  12 . 

.  2.20 

2816 . 

. 50 . 

. Plated  . 

.  6 . 

..  4.80 

.52 . 

...Plated  . 

.  12 . 

..  5.20 

2817 . 

. 50 . 

. Plated  . 

.  6 . 

..  7.00 

.52 . 

...Plated  . 

.  12 . 

..  6.60 

2830 . 

. 30 . 

....Plated  . 

.  4 . 

..  34.00 

.52 . 

...Plated  . 

.  6 . 

..  11.00 

2831 . 

. 30 . 

....Plated  . 

.  4 . 

..  24.60 

52 . .^. 

...Plated  . 

.  6 . 

..  5.00 

2840 . 

. 27 . 

....Plated  . 

.  4 . 

..  24.00 

.52 . 

...Plated  . 

.  4 . 

..  7.20 

2841 . 

. 34 . 

....Plated  . 

.  4 . 

..  24.00 

.55 . 

...Plated  . 

.  12 . 

..  2.60 

284IA. 

. 34 . 

...  Plated  . 

.  4 . 

..  25.00 

.55 . 

...Plated  . 

.  12 . 

..  6.60 

2842 . 

. 38 . 

....Plated  . 

.  6 . 

..  12.00 

.55 . 

...Plated  . 

.  12 . 

..  8.80 

2843 . 

. 37 . 

....Plated  . 

.  4 . 

..  22.00 

.55 . 

...Plated  . 

.  6 . 

..  12.60 

2844 . 

. 37 . 

....Plated  . 

.  6 . 

..  10.00 

.55 . 

...Plated  . 

.  6 . 

..  5.00 

2846 . 

. 27 . 

....Plated  . 

.  4 . 

..  11.00 

.55 . 

...Plated  . 

.  6 . 

..  7.00 

2847 . 

. 38 . 

...  Plated  . 

.  4 . 

..  10.60 

.28 . 

...Plated  . 

.  6 . 

..  9.00 

2882 . 

. 53 . 

....Plated  . 

.  6 . 

..  6.40 

.29 . 

.  4 . 

14.00 

2883 . 

. 53 . 

...  Plated  . 

.  6 . 

..  8.40 

.28 . 

...Plated  . 

.  4 . 

..  35.40 

2885 . 

. 53 . 

...  Plated  . 

.  6 . 

..  12.60 

.28 . 

...Plated  . 

.  4 . 

..  25.00 

2888 . 

. 44 . 

....Chrome  .... 

.  6 . 

..  6.40 

.29 . 

...Plated  . 

.  4 . 

..  14.40 

2890 . 

. 44 . 

....Chrome  .... 

.  6 . 

..  8.80 

.28 . 

...Plated  . 

.  4 . 

..  11.40 

2892 . 

. 44 . 

....Chrome  .... 

.  6 . 

..  12.00 

.38 . 

...Plated  . 

.  12 . 

..  10.00 

2893 . 

. 44 . 

....Chrome  .... 

.  6 . 

..  18.00 

.44 . 

...Plated  . 

.  6 . 

..  5.60 

2905 . 

. 20 . 

. Plated  . 

.  4 . 

..  22.00 

.44 . 

...Plated  . 

.  6 . 

..  7.40 

2906 . 

. 20 . 

....Plated  . 

.  4 . 

..  30.00 

.44 . 

...Plated  . 

.  6 . 

..  11.00 

2910 . 

.  7 . 

. Plated  . 

.  2 . 

..  34.00 

.44 . 

...Plated  . 

.  6 . 

..  8.40 

2920 . 

. 47 . 

....Chrome  .... 

.  12 . 

..  4.00 

.44 . 

...Plated  . 

.  6 . 

..  12.00 

2921 . 

. 47 . 

....Chrome  .... 

.  12 . 

3.60 

.44 . 

...Plated  . 

.  6 . 

..  17.00 

2923 . 

. 46 . 

. Chrome  .... 

.  6 . 

..  5.60 

.58 . 

...Plated  . 

.  6 . 

..  5.00 

2926 . 

. 47 . 

. Chrome  .... 

.  6 . 

..  12.00 

.58 . 

...Plated  . 

.  6 . 

..  7.20 

2927 . 

. 47 . 

. Chrome  .... 

.  6 . 

7.60 

.43 . 

...Satin  . 

.  6 . 

..  17.60 

2936 . 

. 30 . 

.  6 . 

8.00 

.43 . 

...Satin  . 

.  6 . 

..  16.00 

2938... 

. 16 . 

. Plated  . 

.  6 . 

7.40 

.  5 . 

..  Plated  . 

.  6 . 

.  12.80 

2940 . 

. 27 . 

. Plated  . 

.  4 . 

19.60 

.29 . 

Plated  . 

.  4 . 

..  16.00 

2941 . 

. 20 . 

. Plated  . 

.  6 . 

5.00 

.29 . 

Plated  . 

.  4 . 

..  22.00 

2942 . 

. 20 . 

. Plated  . 

.  6 . 

..  7.40 

[70] 


CAT. 

NO. 

PAGE 

FINISH 

STANDARD 

QUANTITY 

PRICE 

CAT. 

NO. 

PAGE 

FINISH 

STANDARD 

QUANTITY 

PRICE 

2943 . 

. 37 . 

. Plated  . 

.  4 . 

..  10.00 

3104 . 

. 66 . 

.  6 . 

..  7.20 

2944 . 

. 63 . 

. Plated  . 

.  12 . 

..  2.00 

3105 . 

. 66 . 

.  6 . 

..  8.60 

2948 . 

. 62 . 

. Chrome  .... 

.  50 . 

..  1.00 

3106 . 

. 66 . 

.  12 . 

..  3.20 

2948 . 

. 62 . 

....Enameled  .. 

.  50 . 

..  .64 

3106 . 

..  .66 . 

....Enameled  . 

.  12 . 

..  2.80 

2949 . 

. 62 . 

. Chrome  .... 

.  50 . 

..  1.04 

3107 . 

. 66 . 

.  12 . 

..  2.40 

2949 . 

. 62 . 

....Enameled  .. 

.  50 . 

..  .68 

3107 . 

..  .66 . 

....Enameled  . 

.  12 . 

..  2.00 

2951 . 

. 20 . 

. Plated  . 

.  6 . 

..  6.60 

3108 . 

. 66 . 

.  12 . 

..  3.20 

2952 . 

. 20 . 

. Plated  . 

.  6 . 

..  10.60 

3108 . 

...66 . 

.  12 . 

..  2.60 

2960 . 

. 56 . 

....Enameled  .. 

.  12 . 

..  3.20 

3109 . 

. 67 . 

. Chrome  ... 

.  6 . 

..  6.00 

2961 . 

. 56 . 

....Enameled  .. 

.  25 . 

..  1.20 

3110 . 

. 67 . 

.  6 . 

..  5.60 

2962 . 

. 56 . 

.  25 . 

..  1.80 

3112 . 

. 46 . 

.  6 . 

..  6.00 

2963 . 

. 56 . 

....Enameled  .. 

.  25 . 

..  2.40 

3114 . 

. 47 . 

....Chrome  ... 

.  6 . 

..  5.00 

2965 . 

. 56 . 

....Enameled  .. 

.  12 . 

..  4.60 

3120 . 

. 42 . 

. Plated  . 

.  6 . 

..  8.00 

2968 . 

. 41 . 

. Plated  . 

.  6 . 

..  10.00 

3120 . 

....42 . 

.  6 . 

..  7.00 

2968 . 

. 41 . 

....Enameled  .. 

.  6 . 

..  8.40 

3127 . 

. 51 . 

. Plated  . 

.  6 . 

..  6.00 

2970 . 

. 26 . 

....Enameled  .. 

.  2 . 

..  34.00 

3128 . 

. 23 . 

. Plated  . 

.  6 . 

..  7.40 

2971 . 

. 26 . 

.  6 . 

..  8.00 

3129 . 

. 23 . 

. Plated  . 

.  6 . 

..  9.00 

2977 . 

. 35 . 

. Plated  . 

.  4 . 

..  9.40 

3201 . 

. 46 . 

.  6 . 

..  6.20 

2998 . 

. 22 . 

. Plated  . 

.  12 . 

..  6.80 

3203 . 

. II . 

.  6 . 

..  6.00 

2999 . 

. 22 . 

.  12 . 

..  9.40 

3204 . 

. 41 . 

. Plated  . 

.  6 . 

..  8.00 

3002 . 

.  6 . 

. Plated  . 

.  4 . 

..  9.00 

3204 . 

....41 . 

....Enameled 

.  6 . 

..  7.00 

3009 . 

.  7 . 

. Plated  . 

.  6 . 

..  5.40 

3212 . 

. 57 . 

. Plated  . 

.  12 . 

..  3.20 

3010 . 

.  7 . 

. Plated  . 

.  6 . 

..  7.80 

3212 . 

...57 . 

...  Enameled  . 

.  12 . 

..  2.00 

3019 . 

. 51 . 

. Plated  . 

.  12 . 

..  3.60 

3220 . 

. 25 . 

.  12 . 

..  3.00 

3021 . 

. 51 . 

. Plated  . 

.  12 . 

..  4.00 

3222 . 

. 25 . 

. Plated  . 

.  6 . 

..  5.60 

3022 . 

. 51 . 

.  6 . 

..  6.80 

3223 . 

. 25 . 

.  6 . 

..  7.80 

3023 . 

. 51 . 

.  6 . 

..  9.40 

3224 . 

. 25 . 

. Plated  . 

.  6 . 

..  10.80 

3025 . 

. 51 . 

.  6 . 

..  14.00 

3225 . 

. 25 . 

. Plated  . 

.  6 . 

..  12.00 

3028 . 

. 51 . 

.  12 . 

..  3.40 

3230 . 

.  3 . 

. Plated  . 

.  2 . 

..  49.00 

3031 . 

. 51 . 

. Plated  . 

.  12 . 

..  3.40 

3231 . 

.  3 . 

. Plated  . 

.  4 . 

..  10.60 

3032 . 

. 51 . 

. Plated  . 

.  6 . 

..  6.60 

3232 . 

.  3 . 

. Plated 

.  4 . 

.  16.00 

3033 . 

. 51 . 

. Plated  . 

.  6 . 

..  7.60 

3233 . 

. 33 . 

. Plated 

.  6 . 

.  17.00 

3040 . 

. 36 . 

.  2 . 

..  33.00 

3233A  .. 

. 33 . 

. Plated 

.  4 . 

17.40 

3041 . 

. 37 . 

. Plated  . 

.  2 . 

..  30.00 

3233B . 

. 33 . 

. Plated 

.  4 . 

..  18.00 

3042 . 

. 36 . 

.  2 . 

..  28.00 

3235 . 

. 32 . 

. Plated 

.  3 . 

22.00 

3043 . 

. 38 . 

. Plated  . 

.  6 . 

..  10.00 

3247 . 

. 34 . 

.  3 . 

.  42.00 

3044 . 

. 35 . 

. Plated  . 

.  2 . 

..  16.00 

3250 . 

. 24 . 

. Plated  . 

.  6  . 

..  11.00 

3045 . 

. 68 . 

. Plated  . 

.  6 . 

..  8.00 

3253 . 

. 24 . 

.  3 . 

27.00 

3050 . 

. 68 . 

. Plated  . 

.  6 . 

..  14.00 

3255 . 

. 24 . 

. Plated 

.  3.... 

38.00 

3051 . 

. 68 . 

. Plated  . 

.  6 . 

..  15.00 

3257 . 

. 32 . 

. Plated 

.  3 . 

.  42.00 

3052 . 

. 68 . 

.  6 . 

..  15.00 

3260 . 

. 62 . 

. Chrome  ... 

.  25 . 

..  2.00 

3053 . 

. 68 . 

. Plated  . 

.  6 . 

..  8.40 

3260 . 

. 62 . 

.  25 . 

1.80 

3061 . 

.  6 . 

. Plated  . 

.  6 . 

..  7.40 

3262 . 

. 10 . 

. Plated  . 

.  6 . 

.  9.40 

3062 . 

.  6 . 

. Plated  . 

.  6 . 

..  11.80 

3263 . 

. 10 . 

.  3 . 

24.00 

3066 . 

. 35 . 

. Plated  . 

.  2 . 

..  20.00 

3265 . 

. 10 . 

. Plated 

.  3,  , 

35.00 

3085 . 

.  6 . 

. Plated  . 

.  2 . 

..  40.00 

3266 . 

. 10 . 

. Plated 

.  6 . 

.  11.00 

3090 . 

. 42 . 

.  6 . 

..  11.60 

3267 . 

. 33 . 

. Plated  . 

.  3 . 

..  42.00 

3096 . 

. 66 . 

. Chrome  ... 

.  12 . 

..  2.60 

3271 . 

. 25 . 

. Plated  . 

.  6 . 

.  6.60 

3097 . 

. 66 . 

. Chrome  ... 

.  12 . 

..  3.00 

3280 . 

. 26 . 

. Plated 

.  3 . 

14.00 

3098 . 

. 66 . 

.  12 . 

..  4.60 

3283 . 

. II . 

. Plated 

.  3 . 

16.80 

3099 . 

. 66 . 

.  6 . 

..  7.60 

3285 . 

. II . 

.  3 . 

23.00 

3100 . 

. 44 . 

. Chrome  ... 

.  12 . 

..  4.80 

3290 . 

. 24 . 

. Plated 

.  6 . 

10.00 

3101 . 

. 44 . 

. Chrome  ... 

.  12 . 

..  6.80 

3291 . 

. 25 . 

. Plated 

.  6 

9.00 

3102 . 

. 44 . 

. Chrome  ... 

.  6 . 

..  10.20 

3301 . 

. 36 . 

. Plated  . 

.  3 . 

..  28.80 
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CAT. 

NO. 

PAGE 

FINISH 

STANDARD 

QUANTITY 

PRICE 

CAT. 

NO. 

PAGE 

FINISH 

STANDARD 

QUANTITY 

PRICE 

3303 . 

....35 . 

.  3 . 

...  18.00 

3442 . 

. 14 . 

....Plated  . 

.  6 . 

..  9.40 

3304 . 

....  3 . 

. Piafed  . 

.  3 . 

...  22.00 

3443 . 

. 15 . 

.  3 . 

..  r.1.00 

3306 . 

....40 . 

. Plated  . 

.  3 . 

...  9.00 

3445 . 

. 14 . 

....Plated  . 

.  3 . 

..  28.00 

3307 . 

....40 . 

. Plated  . 

.  3 . 

...  9.00 

3446 . 

. 14 . 

....Plated  . 

.  6 . 

..  8.00 

3308 . 

....39 . 

. Plated  . 

.  3 . 

...  17.40 

3447 . 

. 14 . 

....Plated  . 

.  6 . 

..  II. 

3310 . 

....39 . 

. Plated  . 

.  3 . 

...  23.00 

3448 . 

. 15 . 

....Plated  . 

.  6 . 

..  9.80 

3312 . 

...39 . 

. Plated  . 

.  3 . 

...  28.00 

3449 . 

. 15 . 

....Plated  . 

.  3 . 

..  28.00 

3320 . 

..  .47 . 

. Chrome  . 

.  6 . 

...  6.60 

3453 . 

. 17 . 

....Plated  . 

.  3 . 

..  20.00 

3321 . 

...47 . 

....Chrome  . 

.  6 . 

...  10.00 

3455 . 

. 16 . 

....Plated  . 

.  3 . 

..  28.00 

3322 . 

...61 . 

. Plated  . 

.  12 . 

...  3.60 

3456 . 

. 17 . 

.  6 . 

..  6.00 

3323 . 

.61 . 

. Plated  . 

.  12 . 

...  4.40 

3457 . 

. 16 . 

....Plated  . 

.  6 . 

..  11.00 

3325 . 

...43 . 

. Plated  . 

.  6 . 

...  7.40 

3460 . 

. 38 . 

....Plated  . 

.  6 . 

..  9.00 

3326 . 

....43 . 

. Plated  . 

.  6 . 

...  9.40 

3461 . 

. 38 . 

....Plated  . 

.  6 . 

..  10.00 

3331 . 

...37 . 

. Plated  . 

.  3 . 

...  21.80 

3462 . 

. 42 . 

....Plated  . 

.  3 . 

..  14.00 

3341 . 

....19 . 

. Plated  . 

.  6 . 

...  5.60 

3470 . 

. 17 . 

. Plated  . 

.  12 . 

..  3.00 

3342 . 

...19 . 

. Plated  . 

.  6 . 

...  9.60 

3471 . 

. 63 . 

. Plated  . 

.  12 . 

..  1.60 

3345 . 

.  ...19 . 

. Plated  . 

.  6 . 

...  22.60 

3472 . 

. 12 . 

. Plated  . 

.  12 . 

..  3.20 

3347 . 

....19 . 

. Plated  . 

.  6 . 

...  10.80 

3473 . 

. 62 . 

. Chrome  . 

.  50 . 

..  .92 

3348 . 

...19 . 

. Plated  . 

.  6 . . 

...  9.20 

3473 . 

. 62.. . 

....Enameled  ... 

.  50 . 

..  .56 

3350 . 

...44 . 

....Chrome  . 

.  6 . 

...  4.80 

3475 . 

. 46 . 

. Chrome  . 

.  6 . 

..  3.60 

3355 . 

...40 . 

.  6 . 

...  3.60 

3475 . 

. 46 . 

.  6 . 

..  3.20 

3356 . 

....40 . 

....Enameled  ... 

.  6 . 

...  4.40 

3476 . 

. 46 . 

.  6 . 

..  11.00 

3358 . 

....44 . 

. Plated  . 

.  6 . 

...  11.80 

3482 . 

. 25 . 

. Plated  . 

.  6 . 

..  5.20 

3361 . 

...18 . 

. Plated  . 

.  6 . 

...  5.80 

3483 . 

. 25 . 

.  6 . 

..  6.60 

3362 . 

....18 . 

.  6 . 

...  10.00 

3486 . 

. 39 . 

. Plated  . 

.  6 . 

..  5.80 

3365 . 

....18 . 

. Plated  . 

.  4 . 

...  26.00 

3487 . 

. 39 . 

. Plated  . 

.  3 . 

..  9.60 

3367 . 

....18 . 

. Plated  . 

.  6 . 

...  11.00 

3488 . 

. 39 . 

. Plated  . 

.  6 . 

..  5.80 

3368 . 

...18 . 

. Plated  . 

.  6 . 

...  9.40 

3490 . 

. 40 . 

. Plated  . 

.  6 . 

..  11.00 

3370 . 

....48 . 

. Sw.  Iron  .... 

.  6 . 

...  7.40 

3500 . 

. 46 . 

. Chrome  . 

.  6 . 

..  10.00 

3371 . 

....48 . 

. Sw.  Iron . 

.  6 . 

...  5.40 

3503 . 

.  8 . 

. Plated  . 

.  3 . 

..  27.00 

3375 . 

....48 . 

. Sw.  Iron . 

.  6 . 

.  20.00 

3505 . 

.  8 . :. 

. Plated  . 

.  3 . 

..  37.00 

3380 . 

....46 . 

. Chrome  . 

.  6 . 

...  4.60 

3506 . 

.  9 . 

.  3 . 

..  9.00 

3381 . 

....46 . 

. Chrome  .... 

.  6 . 

...  4.60 

3508 . 

.  9 . 

. Plated  . 

.  3 . 

..  12.00 

33811/2... 

. 46 . 

. Chrome  .... 

.  6 . 

.  4.00 

3510 . 

.  9 . 

. Plated  . 

.  3 . 

..  21.60 

3382 . 

. 46 . 

. Chrome  .... 

.  6 . 

...  4.00 

3515 . 

. 22 . 

. Plated  . 

.  4 . 

..  24.00 

3385 . 

....23 . 

. Plated  . 

.  6 . 

...  24.00 

3520 . 

. 61 . 

. Plated  . 

.  12 . 

..  1.80 

3388 . 

.41 . 

. Enameled  .. 

.  6 . 

...  5.40 

3521 . 

. 61 . 

. Plated  . 

.  12 . 

..  2.00 

3389 . 

35 

. Plated  . 

.  3 . 

16.00 

3522 . 

. 25 . 

. Plated  . 

.  12 . 

..  2.20 

3390 . 

. 42 . 

. Plated  . 

.  6 . 

...  10.00 

3525... 

. 39 . 

. Plated  . 

.  3 . 

..  17.40 

3393 . 

. 47 . 

. Chrome  .... 

.  6 . 

...  5.60 

3526... 

. 22 . 

. Plated  . 

.  3 . 

..  15.40 

3399 . 

. 67 . 

. Chrome  .... 

.  25 . 

...  3.00 

3530... 

. 45 . 

. Chromolux 

.  6 . 

..  4.60 

3399 . 

. 67 . 

. St.  Bronze.. 

.  25 . 

...  2.00 

3531.... 

. 45 . 

. Chromolux 

.  6 . 

..  3.20 

3401 . 

. 61 . 

. Plated  . 

.  6 . 

...  4.40 

3532... 

. 45 . 

. Chromolux 

.  6 . 

..  4.00 

3402 . 

. 61 . 

. Plated  . 

.  6 . 

...  6.40 

3533 . 

. 45 . 

. Chrome  . 

.  6 . 

..  3.80 

3420 . 

...41 . 

.  6 . 

...  5.60 

3534 . 

. 45 . 

. Chrome 

.  6 . 

..  5.20 

3422 . 

....61 . 

. Plated  . 

.  12 . 

...  3.00 

3535 . 

. 45 . 

. Chrome  . 

.  6 . 

..  4.60 

3422 . 

....61 . 

....Enameled  .. 

.  12 . 

...  2.00 

3541 . 

. 45 . 

. Chrome  . 

.  6 . 

..  7.80 

3432 . 

...41 . 

...  Enameled  .. 

.  12 . 

...  4.00 

3543  ... 

. 45 . 

. Chrome  . 

.  3 . 

..  11.60 

3433 . 

....40 . 

. Plated  . 

.  6 . 

...  11.40 

3550.... 

.  5 . 

. Plated  . 

.  6 . 

..  6.20 

3435 . 

....12 . 

. Plated  . 

.  3 . 

...  30.00 

4001.... 

.  4 . 

. Plated  . 

.  6 . 

..  9.00 

3436 . 

. 12 . 

. Plated  . 

.  6 . 

...  7.60 

4002... 

.  4 . 

. Plated  . 

.  4 . 

..  16.40 

3437 . 

...13 . 

. Plated  . 

.  6 . 

...  11.00 

4003... 

.  5 . 

. Plated  . 

.  4 . 

..  12.60 

3439 . 

. 13 . 

. Plated  . 

.  3 . 

...  22.00 

4004 

.  5 . 

. Plated  . 

.  4 . 

..  14.20 

3440 . 

. 13 . 

. Plated  . 

.  6 . 

...  7.60 

4005.... 

.  4 . 

. Plated  . 

.  3 . 

..  42.00 
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